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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard 

SPECIFICATION FOR SIDE WEFT FORKS AND GRATES 
FOR NON-AUTOMATIC LOOMS 



1. Scope — Prescribes requirements of weft forks and grates for side weft forks with hooked tail for non- 
automatic looms. 

2. Manufacture 
2.1 Material 

1U VVcft fork — Mild steel*. p 

2.1.2 Weft fork grate — Cold-rolled, cold annealed steel sheet or strip*. 

2.1.3 Weft fork holder — Free cutting quality steel bars or mild steel bars*. 

2.1.4 Weft fork screw — Mild steel wire*. 
2*2 Workmanship and Finish 

2.2.1 Weft fork — Plated ( nickel or cadmium ) or blue finished, as agreed. Weft forks may be either of 
the following three types: 

a) Welded — Tail and prongs welded to the collar for weft fork screw. 

b) Riveted — Collar for weft fork screw riveted to the tall and prongs cut In one piece. 

c) Solid — One piece. 

The weft fork shall be free from any sign of cracks on the surface. The welded portion should be filed 
smooth. The hole for the screw shall not be out of centre. 

2.2.2 Weft fork grate— Zinc, cadmium or nickel plated. The two types of grates In common use are 
illustrated in Fig. 2. The grates shall be free from cracks particularly at the bent portions. The wires should 
be held tight. In case of welded grates (Type It in Fig. 2), welded portion, particularly at the outside, 
should be smooth. 

2.2.3 Weft fork holder and screw — Nickel plated. The head of the screw shall be countersunk or round. 

3. Requirements 

3.1 Shape and Dimensions 

3.1.1 Weftfork — See Fig. I. 

Note — The prongs may be corrugated or indented as agreed to between the buyer and the seller. 

3.1.2 Weft fork grates — See Fig. 2. 

3.1.3 Weft fork holder: 

a) Diameter of rod — 10 mm. 

b) Width of slot for wefc fork — 23± I mm. 

c) The holes shall be co-axial. 

Note — The walls of the slot should be thick enough to hold the screw. The thickness of wail in any case should not 
be less than 3 mm. 

3.1.4 Weft fork screws— Diameter 5±<>. a mm. The length of threaded portion shall be 5 mm, Mln. 

3.2 Bo7ance — When the weft fork Is held on its screw ( see 3.1.4) or any other wire, It should tilt towards 
back. 

Note — The angle of tilting should normally not exceed 25°. 

4. Marking — Each weftfork and grate shall be marked with the following information: 

a) Trade-name or brand of the manufacturer; and 

b) Right hand ( RH ) or left hand ( LH), as the case may be. 

4.1 JS/ Certification Marking — Details available with Indian Standards Institution. 



•Suitable steels may be^elected from IS : 1570-1961 Schedules for wrought steels for generalengineering purposes. 
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Note— These are nominal dimensions. The permissible machining tolerances according to IS: 2102*1969 'Allowablo 
deviations for dimensions without specified tolerances ( first revision ) * shall, however, be applicable. 

All dimensions in millimetres. 

FIG. I A TYPICAL SIDE WEFT FO RK WITH HOOKED TAIL 
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TYPE ! 
Note — As prescribed by the buyer, the grate may be provided with square or round tall. 

All dimensions in millimetres. 
FIG. 2 TYPICAL WEFT FORK GRATES FOR FORK WITH HOOKED TAIL 
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